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Message Text 


CONFIDENTIAL 

PAGE 01 VIENNA 03419 221147Z 
42 

ACTION OC-05 

INFO OCT-01 CCO-OO ISO-OO SY-05 /Oil W 

117816 

R 220823Z APR 75 
FM AMEMBASSY VIENNA 
TO SECSTATE WASHDC 5423 
INFO AMEMBASSY BONN 

CONFIDENTIAL VIENNA 3419 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: UNATTENDED OPERATIONS 
REF: STATE 059384 
BONN FOR RCO AND BAX 

1. RSO HAS EXAMINED COMMUNICATIONS AREA AND HAS 
RECOMMENDED THE INSTALLATION OF THE ADVISOR III 
ALARM SYSTEM BEFORE UNATTENDED CLASSIFIED OPERATIONS 
BEGIN. 

2. THE SYSTEM HAS NOW BEEN INSTALLED AND ADEQUATE 
MEASURES HAVE BEEN TAKEN TO PROVIDE A RESPONSE TO 
THE ALARM WITHOUT COMPROMISING THE VAULT AREA UN- 
NECESSARILY. 

3. NO ADDITIONAL PHYSICAL SAFEGUARDS ARE REQUIRED FOR 

THE POST TO BEGIN UNATTENDED CLASSIFIED OPERATIONS. BUCHANAN 


CONFIDENTIAL 


NNN 
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